THE   PRETEOTION  OF  SMOKE.
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Pig. 74.    This plan of boiler is the invention of Mr. Dewrance, when Engineer to the Liverpool and Manchester

[Railway Company, and was adopted in their locomotive, the " Condor" By this arrangement he was enabled to use coal instead of coke, and with entire success. It will here be